To:  LaBombard,  Will[LaBombard. Will@epa.gov] 

Cc:  Chambers,  Carlene[Chambers. Carlene@epa.gov];  Talton,  Anthony[Talton. Anthony@epa.gov]; 

Crossland,  Ronnie[Crossland. Ronnie@epa.gov];  Webster,  Susan[webster.susan@epa.gov];  Smith, 
Monica[smith. monica@epa.gov];  Loesel,  Matthew[loesel. matthew@epa.gov];  Spalding, 

Susan[Spalding. Susan@epa.gov];  Martin,  John[martin.john@epa.gov];  Rush, 

Randall[Rush. Randali@epa.gov] 

From:  Petersen,  Chris 

Sent:  Tue  8/18/2015  12:38:21  AM 

Subject:  FW:  NOMINATION  OF  THE  CONTRACTING  OFFICER'S  REPRESENTATIVE  (COR) 

Certification.pdf 
Loesel  request.pdf 


Please  add  Matt  Loesel  to  the  START  TDD  for  the  Gold  King  Mine  Spill.  Matt  will  be  working  in 
the  REOC  and  will  sometimes  be  required  to  interact  with  the  START  contractor  and  to  assist 
with  the  technical  monitoring  of  the  contractor.  Thank  you 


J.  Chris  Petersen 
Deputy  Associate  Director 
Response  and  Prevention  Branch 
US  EPA  Region  6 
1445  Ross  Ave,  Ste.  1200 
Dallas,  TX  75202 
214-665-3167  office 


214-665-7447  fax 
214-789-2535  cell 
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